TCALLAHAN 


USDA 



United States Department of Agriculture 
Animal and Plant Health Inspection Servic^ 


lUL 1 12003 


7250 cust id 


INSPECTION REPORT; 


169440 inspjd 
5028 site id 


FELD ENTERTAINMENT INC Customer ID: 7250 

RINGLING BROS/BARNUM & BAILEY Certificate: 52-C-0137 


8607 WESTWOOD CENTER DRIVE 
VIENNA, VA 22182 


All redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


Site: 001 

RETIREMENT FARM 

Inspection 

Type: ROUTINE INSPECTION 
Date: JUN-01-2005 


NO NONCOMPLIANCES NOTED ON THIS INSPECTION. 
INVENTORY = ELEPHANTS - 8 
ACCOMPANIED ON INSPECTION BY| 

END OF REPORT. 


Prepared By: 

Title: 
Received By: 



LZ3 


n 

0\ 

2^ 

L 

Lxs _ _ 

TOM CALLAHAN, DVM, 

, usd: 

A.'ApHIS, Animal Care 



Inspector ID: 1039 


Date: 

JUN-01-2005 


Title: 
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